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HT AND HIGHWAI CONSTRUCTION AND PUNNING OFFICE IN HONGARI (C) 

Introdaction 50X1 -HUM 


Li.t«d balow are th* Banes and geographic and UTM ooordlnatea of loeatlone 

Locatioli 

GeograiMffi 


ANDOCS 

N46-3?, m7-55 

YM-3370 

BAJA 

N46-10, m8-56 

CS-4515 

bautonixllx 

N46-47, m7-42 

1JM)684 

BATASzic 

NA6-11, ^8-43 

CS-2418 

BOQAJK 

N47-19, -ELS-U 

BT-9144 

BONIHAD 

N46-18, m8-32 

CS -0930 

B^olnx 

N4^24> E17“23 

YM-8413 

BUCSU 

N47-16, m6-29 

lM -1334 

CSi^KVilk 

N47-23, Ya8-27 

ir -0952 

CSUBG(i 

N46-16, m7-05 

IH-6229 

DIFBCSBl 

N47-06, •ia7-26 

E -8419 

DOMBt^yiR 

N46-23, 118-08 

BS-7939 

DOROG 

^ N47-43, 118-U 

CT-2988 

DUNAPATAJ . 

N47-43, 118-44 

CT-2988 

EYING 

N4^5^> 118-14 

BT -9000 

JAX 

N47-P8, 116-35 

E -2022 

j/noshaima 

N46-18, m9-19 

CS-7129 

KAL0C8A 

N46-32, 118-59 

CS4554 

KAFOSYAR 

H 46 - 21 , 11,7-47 

1M-U37 

ESZXHIIY 

N46-46» 117-15 

lM-7181 


CONFIDENTIAL 


Sanitized Copy Approved for Release 2010/08/18 : CIA-RDP80T00246A051 30041 0001 -6 





- " - Sanitized Copy Approved for Release 2010/08/18 : CIA-RDP80T00246A051 30041 0001 -6 

50X1 -HUM 

■ ' CON F IPENT I AL\ ^ 


nsBS 


N47-30, ia.8-02 

Br-7665 

K0Ki6lVAS0S 


N46-32, m7-ll 

8M-6755 

KdVi(GdsZ(!(LLds 


N46-04, m8-07 

BS-7707 

KI]RD 


N46-27, K18-18 

BS-9347 



N47-44, m7-23 

8B-7989 

Lspsm 


K46-59, m8-15 

BT-9007 

LETZNYE 


N 4 ^ 26 y 'S16-43 

lM-3343 

LOVASBZR^ 


N47-18, m8-33 

CT-1543 

MBCSBC 


N46-06, ia8-13 

BS-8409 

MBOSmUA 


N46-04, -818-10 

B8-8504 

MISKOLC 


N46-06, -820-47 

-Dn-8428 

moh/gs 

\ 

K45-59, K18-42 

OR-2196 

M(iR 

1 

/ 

N47-22, -E18-12 

BT-8952 

NAGnCtHi^ 


N47-38, -818-06 

TN-8983 

NAQXKANIZSA 


N46-27, 816-59 

IM-5346 

NAaiVi(sZ0RT 


N46-58, 817-42 

8N-0507 

PACSA 


N46-43, 817-00 

8M-5376 

PAKS 


N46-38, 818-51 

os-366 

PAKOMHAIMA 


N47-33, 817-44 

YN-0669 

PQRNj&AP/ri 


N47-09, 816-28 

lK-1422 

RBVPULOP 


N46-49, 817-37 

YM-0089 

siuOOARD 


N46-53, 818-37 

CS-1995 

S^ZKRTL^INO 


N46-37, 818-36 

OS-1666 

SI(iP0K 


N47-14* 816-37 

8N-2232 

SIKIi^S 


N45-51» 818-18 

-BR-9081 

SOMOOIviR 


N46-35, 817-40 

IM-0362 

SUK0R6 

■ 

N47-14, 818-36 

OT-1834 

sb^ 


N46-58, 817-17 

8N-7305 
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N47--^07, 


cT-0022 

szAsswmhciiiR 

N47-;i2, 

E18-J5 

cT-0430 

S20MBATHELY 

N.47-U, 

El 6 -37 

TO-2232 

szmszj^D 

N46~ 21 , 

B18~42 

GS-2335 

SZlLVifesZENTMAlRTON 

N 46 -a 6 , 

EI7-4? 

YM-0927 

sz'iluwkDs 

N46---5B, 

E.L8-55 

CT~4305 

3ZOLNOK 

N47-;i0, 

E20-11 

DT-3825 

SOPROH 

N47-4.1, 

E]6-36 

IN-.1982 

tWsi 

N4.6-:38, 

E18-.17 

BT-9267 

TAK'lfiA 


E;"'-26 

XM -8595 

tatabAnya 

N47- 

E13-26 

CY-0571 

V.WPATjOTA 

ON, . 

S'i 8-08 

B'7.8331 

VASASSZONYFA 



lM-2641 

VESZfsk 



yN~2o:!9 

VJLdtJV. 

'’■! V' 


C.R-0282 

zalaszemtgr/t 


Err r.j 

IN-»5801 

ZAIJ\S»£BSZBEt 

/. 

ZANKA 

N 46 - 5 O 5 

Elb-tl 

m-4089 

N46-5,3,, 

EL7^^^4.I 

YE--C395 

ZIRC 

N47“16j 

KI 7-52 

yN-1738 


1. VI (Auto-Traffla) Main Department of KPM 1. 


a« Mission 

The mission of this main department was to control and direct all 
passenger and freight public transportation services in Himgaryc Passenger service 
Included all public buses and taxis | freight services p all rural and urban transport 
vehicles# Excluded from the control of this main department were the followingi 
carriers assigned to other ministries^ such as the Ministry of Heavy Industry, of 
Light Industry , and of Construction, for use by specific industries for transporting 
raw materials, finished products, and component pa:rts^ carriers assigned to the Postal 
Main Department of KHi, fire departments, armed forces, police departments, and 
sanitation departments! and carriers assigned to independent government enterprises# 
such as UX^ATERV. 

b# Subordinate Regional Directorates and Enterprises 

Subordinate to this main department were six regional auto-»transport 
rjlre'd orates (autckSzlekedesi igai^gat<'^s%, popularly called AKIG), in BUDAPEST, 
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OibRp MISKOHip DIBRICEN; and SZDC^lSDo Raoh of these directorates had- ^ 

subordinate to it. an unknown number ^ auto-»transport enterprises (aatok^slekedesi 
TallaXat, popu^ly referred to as AKoV)# 


engineer, ihie construction of transportatic 

n . facilities 

was always performed for an AK(j 

IV. n 

1 

the j^OV manager serving as an 
be AKOV^s repair p servicingp and 

advisor to the AKIG chief engineer on matters of t] 


50X1 -HUM 


garage facilities $ 


laoh of the auto^transport enterprises was responsible for the oper- 
ational direotion, oontrolp repair and serviciz^ of buses » trucks p and taxis _ 
within its aresp with we. exception. The Budapest Taxi Ikiterprise was responsible 
for all taxi transport in the capital. It was under the control and direction of 
the Budapest City Councili Its connections with the VI (Auto-Transport) Main 
Deparlmient were throu^ the City Council. Taxi s in the other cities in Hungary 
were controlled and directed by AKflVo 


c» Inrestment Section (Beruhaz^si Oszt^ly) of VI Main Department 


The chief of. this section was referred to as the chief engineer • His 
aesis^t was a construction engineerp who was assisted by a machine engineer and 
thrw typists. This section was responsible for all public carrier serrice con- 
gtraotions. The chief engineer obserTed the construction of the buildings in their 
▼arious stages up to their completion. The mechanical engineer was responsible for 
the installation of all water and electrical facilities in these buildings. 

: Planning for the construction of the buildings was performed by DVATERV| 
construction was carried out by the Tarious construction enterprises of the Ministry 
of Qonstruction (l^itesi Miniszterium) • Upon receiving appropriations from the 
National Planning .Office (Or szagos Tervhivatal) for preparing plans for the con- 
struction of a specific buildingp the investment section submitted a request through 
channels to UVATIRV for the preparation of these preliminary plans. After UVATIRV 
had completed the preliminary plans p which included an estimate of the cost of 
oonstruotionp the X nvestment Section called a meeting attended by representatives of 
all parties concerned with the project. Usually about 25 representatives attendedp 
including the planning engineer of UVATERVp the engineer in charge of oonstruotioni ; 
the future oocupantp public officials from the area in which the building was to be 
ereotedp a representative from the public highway traffic sectionp and representatives 
of the various ministries concerned with the construction. As a rule the chief 
engineer of the investment section presided. In these meetings all problems con- 
cerning the sitep materials p labor p and dates of construction were discussed and 
resolved. After this meeting UVATIEV was notified through channels to prepare the 
final plans for the construction. 

Upon receipt of a request from the Investment Section of t he VI 
Main Department for the preparation of preliminary plans for a project! 50X1 -HUM 

the director of UVATHtV instructed one of his subordinate 
engineers to prepare the plans. The engineer had to visit the office of the land 
register in the area , and make a copy of the sketch of the future construction site. 

[these property sketohesp whose scale was IsLWOp were the only <^0X1-HUM 
available bases in Hungary for drawing up plans. The engineer then visited the 
sitep examined the aresp and determined the accessibility of light and water in the 
area. He submitted his findingSp in the form of a construction cost estimatcp to 
the Investment Section for approval. 
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After epprorlng the preliminery plans^ the InTestnent Section returned 
then to UVATBlVp requesting that final plans be prepared« The time interval between 
the sulilission of tne preliminary plans for approval and getting them back was from 
one to three monthu^ depending on the size of the projeote The UVA^BIV planning 
engineer then prepered the final plans, which were on a scale of It $0, and prepared 
ih six oopieSf Included in the plans were the materials to be used, the cost of 
the oonstruption and planning, and the proposed dates for beginning and completing 
the projeot* About 60 percent of the final plans submitted by UVAT2EV were carried 
r, out. The remainder were shelved by the National Planning Department in favor of 
• other projects# j 

While the final plans were being prepeired, the Investment Section notified 
(throu^ the main construction enterprise responsible for the project) the con- 
struction enterprise nearest the site# This enterprise made preliminary preparations 
for the construction, which included hiring labor, arranging for materials, and 
securing quarters for the workers# In accomplishing these preparations local 
resources were to be used wherever possible* 



a# Buscf 


.All :^ses used on the main lines (those originating in BUiUFEST) were 
aanufaqtured in the. IKARUSZ Plant in BUDAPEST • Qn some of the secondary lines 
(those running between the main lines), there were some pre-WW II | | 50X1 -HUM 

buses and some vehicles composed of a Csepel truck chassis on which had been 
mounted a us e d passenger van# The trucks on the main lines were on the average 
six years old# A project to replace all obsolete and worn-out buses had been active 
for several years and was intensified in 1957 and 1953# 

b# Trucks 

All trucks at present in use in Hungary had been manufactured in the 
Osepel P^t ^ BUDAPBST# 

c# Taxis 

I most of the taxis in Hungary were, late model IBast 

terman Vartbu^b, 19§b Soviet Pobedas and Moskvichcs, and an unidentll'tsd PoliiA 
modelf the; last, which was the newes t* appeared in BUDAPES T in 19^# There wi^ no 
pre-WW II taxis in use in Hungary* f 1 there were about 600 taxis 

in Hupgaryi:. about 90 percent of these were in BUDAPEST* 
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a* Bapkgroond : 

Bafora Wtf II bus transport was state oontr piled and diraotadi and 
rapair and aarrioa faollitlas had already been established. These oonsisted of 
a third-aohalon ffhop on Szabolcs utoa^ BUDAPEST, and sayeral other shops, one at 
each county aaat, important Junctions, and other localities frequented by tourists. 

Truck transport was not nationalized until 1943. Before that time rapair and sextos 
facilities ware most inadequate. _ Since then a great deal of effort had been expanded 
toward building new facilities and improving the old. t r e n d w 

construct tru^, bus apd taxL repair and service facilities in a single area under 
the direction a^ consol of an AKOV. Within the area the facilities for each of 
tha^typas of caarriars ware separate, with the possible exception of a eoj^mon wash* 
stand. UTATHIV completed a great deal of planning for these new stations. Con** 
struotion, hovravar, lagged far behind. For the most part funds were not available, 
and whan airailabla ^eyoame in vexy small installments. 

b. Datailad Descriptions of , Several Repair and Service Stations 50X1 -HUM 


To each of the stations described below a certain number of carriers 
was assigned for repai r, service, and administration. I 

I The few that existed before WW 11 nad been reconstructed 
as repair and service facilities during the period 1950 to September 1958. 


50X1 -HUM 


The followin g descriptive details concerned the buildings in the areas 

The framework was reinforced concrete. The walls were rad 50X1 -HUM 
brick, weatherproofed on the outside and plastered on the Inside. The roofs were 
flat and of prefabricated reinforced concrete slabs 6 to 9 cm thick. The foundations 
were reinforopd oonor ate slabs, 15 to 20 cm thick, resting on crushed rock fill 20 
to 25 cm thick* vthe pracks between the slabs were filled with asphalt. The repair 
and service buildings had no basements. The parking areas were of 20*-cm-thiok 
concrete slabs on crushed rock fill. Usually a great effort was made to build the 
wash rack first, includi n g providing enough water a nd an adequate drainage system} 
it cost 100,000 forints. 


(1) Bus and Truck Bepuir and Service Station in BONiniD (for location 
see Annex A, Figure 1} for sketcn of site layout see Annex A, Figure 2)*. 

From BCWZBi[>, baa lines ran to BAJA, KQRD, aod Pibst 

T^^sta'^on had facilities for servicing three huses or six tf ucl^ at one and 

50X1 -HUM 


Figure 1} for sketch of site layout see_ Annex C, Figure lj .« / _:.u: 1 . . 

Th is station, built bef ore WW II by MAVAUT,^* had five Maintenance 
and repair stalls. - I l a study of a project for enlarging its 50X1 -HUM 

facilities to 25 stalls, but no further action was taken. In I955 between 20 and 
25 buses and an unknown number of trucks were assigned to this station for repair 
and maintenance. It had approximately 25 employees, mechanics and office workers. 

Bus lines ran from BAJA to MOHACS, BATASZM, SZEGED, and JJInOSHAIMA. 



(2) AKdv Repair and Service Station in BAJA (for location see Azmex E 
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(3) Bob Repair and Servloa Station In 0x60. (for location see Annex B, 
a 2| for skatph of site Ia70uti see Axmex Item 2}« < 


station Uftg built In 196 3 a UVATBRV prepared the plana for 


50X1 -HUM 


its oonstruotlon* 

Approximately 30 buses were assigned to this station ror repair ana maimienance. 


It had approximately 
lines running from GXi 


employeesi meohanlqs and ofnoe workers* There were bus 
to LEBEHI, NAGIIC^D, KISm, PAMOMHAUU, ufi SOFRON* 


50X1 -HUM 


there was also a truck 

repair and serrioe station somevhere in QYOR* 

(4) Bus Repair and Service Station in KAFOSVAR ffor location see 
Annex D, Figure Ij for sketch of site layout see Annex D, Figure 2j* 


This station had approximately 15 employees (machanips and office 
workers) buses assign^ to it* pus lines ran from KAPOSVAR to/BALAT0NIiRijJB| 

ANDOCS, SZILVAsSENTMArTON, BOHOmnB, and SOMOQYVAl. The station, built in 193S or 

1939f stood in a hollcw approximately 1.5 m lovrer than tha suriownding area. It, ouAi-nuivi 

had facilities for the repair and maintenance of 6 buses or 12 trucks at one tine* 

I xne only ^ 

rapAir and garvice aJiop in sjiwavAn was a oixapiaaiwi ^e in the 
western sector, with facilities for the repair or servicing of four trucks and a 
few taxis at one time# 


(5)' AKOV Repair and Sendee Station in KESZTHELI (for location see 
Annex E, Fig iro Ij for sketch of site, layout see Annex F). 

, From KESZTHEIir bus lines ran' to TAPOLOA, ZAUSZENTCadT, ZAIAEQBRSZaQi 
PACSA, KOMARVAROS, and B^BNYU. This station, built In 1935» had 10 or 11 stalls 50X1 -HUM 
for performing repair and maintenance on the 25 or 30 buses and an unkno wn number 
of trucks assigned to it. It employed 25 mechanics and office workers. I I 

I plans for constructing a new office building azKi a socIclI building. The 

former was built in 1956,. . the latter in 195g> . 50X1-HUM 


(6) Ak6v Repair and Service Station in TAPOXOA (for location see 
Annex E;, Figure 2| for sketch of site layout see Annex G) . 


I * ^the plans for the construction of a spclal 50X1 -HUM 

building and a boiler room for he ating the maintenance and repair s hop. Both of 
these projects had been completed I | in 195B. This 50X1 -HUM 

fltftttQn hAd been enlarged three times since 1951. 

( further improvements were 

not contemplated because a new Aa.uv repair ana service s'&ation was to be built 
sometime in the future In ^TAPOLOA (exact proposed location unknown). In 1958, 30 to 
40 buses and an unknown number of trucks were assigned to this station for repair 
and maintenance. It .had 4 stalls and approximately 20 employees fo r perf orming^ 
this work. Therq^were bus lines running from TAP0IX5A to NAGYVASOK, DBVBGSZIt, SwCBG, 

K£SZTKGLX, R^V^IOP and z'XnKA. 
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\7) Public Carrier Repair and Service Facilities In F^CS (for location 

see Annex Items 1 through 3| for sketch of site layout see Annexes I and J) 

A new service station was to be built in P&S# IJie bus repair and 
service facilities (Annex Hy Item 1} In this area were built by MAVAUT In 193^* Ejy 
1955# bus traffic In the area had become very heavy, for several reasons. After 1955> 
a^reat maw emplwees of the K&v^g6szoll6s uranium mining area commuted between 
PmCS and K0viG6sZOLL0S, and in addition there was heavy traffic to the Komlo and 
Pecsvarad mining areas, to the mountain recreation resorts of MBCSSK and MECSZKAUA, 
and to the towns of MQHACS, HLLANI, and SIKLOS. 

By 1955# bus repair and service facilities had become hopelessly 
Inadequate for handling the number of buses the area required. There were only 
5 or o stalls, of which probably only 4 had pits; most of the work had to be done 
in the open. The truck repair and service facilities were a little better. After 
1957, the work was done in a former military tru ck maintenance shop (Annex H, Item 2), 

\diich was built in 1951* I J .50 trucks were being serviced at 50X1 -HUM 

this shop. 

j. Because of the increase in traffic, a project was initiated to 
build a new AKOV repair and service station (Annex H, Item 3) which was to contain 
facilities for servicing and repairing all public carriers assigned to the P^cs 
AKoV. , Prom January. to September 195^, Source prepared plans for construction of 
this station. The estimated cost of this project was 80 million forints. It was 
to have 300 to 400 mechanics, 100 of whom were to be employed in a third-echelon 
engine rebuilding shop, and 200 office workers, who were to be employed in the P^cs 
AKIG and AKoV. Approximately 200 buses, 150 trucks, and a small number of tcLxls 
were to be assigned to the station. Construction was to begin in September 195^. 

All buildings were to have concrete foundations 1.4 to 2.2 m thick, depending on 
the building height. Bearing walls, unless otherwise stated in the legend to the 
annex, were to be Ij* bricks (38 cm) thick. Roof were to be prefabricated concrete 
slabs. 

(8) AKtiv Repair and Service Station in SZOLNOK (for location see 
Annex H, Item 4; for sketch of site layout see Annex K). 

Since 1953 there had been a plan for enlarging the facilities at 
this station. 50X1 -HUM 

^ ^ I An 

1958 it was rumored at UVATIRV that sometime in the future a new. AKOV station was 
to be built in SZ0I190K. In 195^70 buses and 100 trucks were assigned to this 
station for maintenance and repair. It employed 40 mechanics and 10 administrative 
persons. All the buildings were 4 ni high, of brick, and had flat concrete roofs* 

(9) Planned AK&7 Repair and Service Station in SIcipOK (for location 
see Annex L; for sketch of site layout see Annexes M and N) . 

Truck repair and se rvice facilities for the Sijtfok area were 
situated in the Balaton Lake area, 1 50X1 -HUM 


plans for a new Ak6v repair 

and service station, which was to have facilities for the maintenance and repair Rnxi-HllM 
of all buses, trucks, and taxis in the area. The truck repa ir and service facilities 
in the Balaton Lake area were to be moved into this station, I I 

xne xonai coei^ or ^nis project was to be 3 million forints, 
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aioo.ooo of which was , to be for the building shown in ^ex N. Since tr^n faolliUes 
uere adeouate in thn area and servioe was efficient, th erejgejyer?J^ttleJ^ 

I I 

* ^^^u^traffioT^nTQie^othe^^ l«S^ob^arativSy haayy# 

f a . ml j. 1.- e% mm^A V\tia 




AKOV station was to have assigned to it 25 trucks, 8 taxis, and a few buses. 50X1 -HUM 

The foundations of the buildings of the new station were to be concrete, 

20 cm thick, on a compacted-gravel fill, 15 ca thick. The 

were to be reinforced concrete. The bearing walls were to be 38 cm thick, of ^ac*iok. 

The buildlnge* roofiwere to be corrugated "Utemit," a nonoombustible roofing .material, 
and werTto have a drop of 20 percent. The maintenance and repair shops were to 
have Iron frame windows. All the buildings were to be 4.5 terrain of 

the area dropped 3 m from t^e northwest side to the southwest side. 


(io/ Ak6v Repair and Servioe Station in 
sketch of site layout see Annex 0). 


(for location and 


r ^the plans ‘for the construction of a social 50XI 

building in the stationj this was ouiit in 1955. This was the only public carrier o 
repairnnd servioe station in SZEJKSZARD. It had 30 buses and 30 trucks ^signed 
to it f>r repair and maintenance and 40 to 50 employees (mechanics and pff Ice workers) #. 
There ^fere bus lines running from SZIKSZ^flD to KAIDCSA, SaRBOGA^, TAMASI, and 

Boum). 


■HUM 


(11) AK(3Iv Repair and Station in SZOMBATHELY (for location and 


sketch of site layout see Ann^vx P) o 


50X1 -HUM 


itlhad 'approxi.fl[.'at.e.ly 25 mechanics and office vorkerc??* and approx- 
imately 25 buses and a few taxis assigned to it tor /rialntonance aixi repair. 

' There were facilities for hr > o at a time, — Neaj by was a public 

repair ehop, T | vai^toua t.ype60X1-HUM 


carrier engine repaix- ^ ^ ^ ■ 

of engines were rebuilt here. .There were bus lines running trom SZOMBATHELY to 

JAK, BUCSU, VASASSZ^NIFA, PORNOAPATIj.and possibly SOPRON, 

(12) Ak(5V Repair and Service Station in Vil^ALOTA (fo. location and 
t\ketch of site layout, see Annex Q). 

In l'>52, a thermoeleotrio power station was built in VARPAIOTA, 
us.ng lignite from rnlnai in the vicinity for its fuel. Constructior. of this power 
staMon resulted in. an increase of pubHc carrier traffic. Bus lines ran.. from 
VARl 4L0TA to LEPSENY . SZABAD.3ATTYAN, ZIRC, and B0DA.TK. Before 1956, .there ware no 
AKOV repair and service facilities in vArpALOTA, t he Ak6v repair and 

aervl^a station was built; following plans prepared by UVATSRV. ^ 50X1 -HUM 

^ it was put into operation. It had 5 stalls, enough to serve 50XI-HUM 
5 buaeg ’cruolca at one time, and employed approximately 20 mechanics, — 

(13) AK(Jv Repair and Service Facilities in VESZPR^ (for location see 

Annex R , • 

In 1958 there were three public carrier repair and servioe stations 
in VESZPR^l, Including an old bus repair and service station, an old truck repair 
and servioe station, and a new bug repair and tiorvice station. All were 

the direction of the Veszprem AKOV. A total of approximately 35 to 40 buses, 50 
trucks, and 3 taxis were assigned to these three stations for repair and maintenance. 


y 
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The old bus repair ard service statdon (for location see Annex 
Figure 1, Iten 1) oonslsted of one small brick building and its adjoining yard. The 
shop had 5 or 6 stalls, 2 with grease pits. Ua addition 10 buses and 3 taxis, could 
be serviced in the courtyard* 

The old truck repair and service shop (for location see Annex R, 
Figure 1, Item 2) consisted of a small brick building and lA adjoining courtyard, ^ 
in idiich only a few trucks could be serviced* Before 1943 this had been a privately- 
owned truck repair shop* 

The new bus repair and service station (for location see Annex R, 
Figu re 1* Item 3; for sketch of site layout see Annex S) was built in 1957* In 
1956 I plans for its c onstruetionl ^ 


50X1 -HUM 


I The project cost I million forints® a large 
portion or imich went for excavation work in the rocky ground. The buildings were 
natural red stone, with interior walls of brick* The ro ofs were prefabricated 
concrete slabs covered with tar paper and sand. In 1957 I 1 

^plans for the enlargement of this new station* This project was to be 

completed in 1953. Upon its completion, all public carrier repair and service 
work was to be done within, this area. 

" (14 ) Ak6v Repair and Service Station in NAGTKANIZSA (for location see. 
Annex R, Figure 2). . , 


50X1 -HUM 


.50X1 -HUM 


50X1 -HUM 


In 1954^ 

a vehicle washstand, which was to be 12 x 
sediment tank. 


maintenance and repair anop nad 7 stalls, 
were bus lines running from NAGYKAKIZSA to 
KBSZTHSLI. 


platjs for cons true tion in this station of 
6 m and to hare an undergr ound concrete,. 

I o-K a ^- ^ion • S 

There 


50X1 -HUM 
50X1 -HUM 


m-mm, zaiatoirszbg, shd: 


Annex T). 


( 15 ) Bus Repair and Service Station in BUDA^PKST (for location see 


(16) AKOV Repair and Service Station in DOROG 




ans 


had been d rawn at UYATfflV for t he construction of an AKOV repair and service station 
in 1X)R0Qo I the construction of this station was gradually being 
carried out according to these plans. 


50X1 -HUM 


50X1 -HUM 
50X1 -HUM 


(17 ) Ak6v Repair and Service Station in TATAbInYA 


yVATRRV engineers, had dr^wn pl ans for the construction of a large AKOy repair and 
service station in TATABANYA* | ^ the plcuis were 

being oarried out* 


50X1 -HUM 
50X1 -HUM 
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(18) AKdIv Repair and Service Station in SZ^ESFEH^lVife 


50X1 -HUM 


plaZM for^the oone traotionrof an ARO Y repair and aervioe atation in 

had been dravn _ and H 7^ Jthey liere graduelly being carried oat^l I 

completion 250 vehiolea (bueesp truoke^ IJhd taxia) were to be 
yeign^ to .this station for repair and maintenance. Bus lines ran from Szt ' 
to S2TAL11I7AR0S, SARBOGATOjL^IjnriNQp SUKOHO, , and LOVASBOTBNI. 


(19) AK<!/y Repair and Service station in 2AI4|tt|RS219:: 


this 


a study for enil^ g^ng the facilities pf 
this vas ^e onl^ repair 


50X1 -HUM 


j V ^ i ' WU.B we onijr repair 

atetlpa in ZALASOERSZIEQ and that it lud 60 truoka iand IS talas 
to it for ropalr and aaintananoo. oip* 


(20) Pablio Garriar Rapai^r and Sarrioa Station in PASS 


faoiUUaa for aarnoing or rapairing 2 boaas or 4 truoka. It wae in poot ^diUon.-i 
rmaijag from PARS to DONAPATAJ , KAIOOSA, SMOKTOHHIA, and | 


- 50X1 -HUM 


(21) AK(^7 Rapair and Serylffe Station In- 


baan ^awn for tha oonBtraotion of mAKOV repair and aervioe atation in 
upon completion of which 80 to 100 tracks and buses were to be assigned to it for 
maintenance and repair. 

4. Yehlole Regulatory Agencies 
a. Traffic Laws 

_ I , ^ , I all lavs governing vehiB ule r 

trafttc/were stipulated in the Traffic Regulation Code (KOZLEXED^IRMOESZETI 
SZABALYZAT). This code, already in existence before WW II, vas adopted by the 
Communist regime, which added new traffic laws or modified old traffic laWs to 
bring them up-to-date a ■; 

The new traffic laws and modification of old traffic laws were deor 
Jointly by the Ministry of Transport and Communications and the Mlniatyv rtC 
Interior. 


>50X1 -HUM 

plans 


50X1 -HUM 


50X1 -HUM 


the Hinlstry of Transport and Gonununi— 

cations the IX M^n Department ( 11 FOOSZTAU ) , also known as the IZ Ribiio Highway 
Bridge and Highway Main Department (IX KOZUTI HID ES DTOSZTAU), at Dob utca 78, 
BUDAPEST VII, was responsible for the study and prefwiration of new traffic laws or 
the modification of existing laws. ' 

b. Traffic Regulation Section of Ministry of Interior 


.The Traffic Regulation Section (KbZLEKJBDis ES RENDBSZETl OSZTALJ) of 
the ^histry of Interior was responsible for enforcement of all traffic laws in 
Hunga^fii.; The Traffic Regulation Section* s national headquarters was at Zrinyi 
utca, BUDAPEST V. This section directed the Hungarian public highway traffic 
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Jwas a btanoh Ittdepenci^t 6f f 


.50X1 -HUM 



ipollca (numWr unknown), which^ ^ 

,th® Hu^arlm poUoe.. . The memlwrs of traffic regulation section 'wore^he^iiie 
of uniforiia throughout Huhg^jr as the other branches of the Hungarian .Dolini 
;They were respmsme for directing traffic and enforcSmeht df trimo, iawi^&Sh- 
;Out Hungary, BODAMST and other urban areas included. On highways two polloanen • ' 
rld^ « a ■otoroyole with sidecar controlled vehicles. Citations Isowd tar «ie' 
puhUo highwi^- traffic poUoe to drlvers of vehiclesi -inciuding government-owned ' 
?S^S?h J^cuS headquarters of the Traffic Regulation SecWdn 

o« Civilian Auto Driving School and Issuance of Driving Licenses 50X1 -HUM 

iv- civilian auto.drivlng school, which was a' brandi. ^ 1 - 

^Hin-IraffleAgBlatlTO_geo tlon. was at Bards utoa in wunAPBUT, ) 


^ J driving pourees~wero~aIv^ri“overprosia6!rpan<r~snnBpnctDaeionJ 

for att^lho^ a course had to be submitted by a potential trainee apOnoxlaateto 

* jraar ^fors h* was act ually admitted for lessons. The mimhA.. nf students in 

each coi^e;was.unkn^, | _ f Vehicles! bott ^ .•50X1-HUM 

! v**? driving lessons were provided by the civilian auto drtWitt " ; ' 

ofj^c instructors ware pclicamen.^ the rest. civilians, ' 

forints, vrtilch covered approximately '20 hours bfprao^ . 
ofv* lessons oad the foe for the drlvlng'teet'.*^ ' ' ' ' 

About .Wvtc 90 pehcent of the partloipants passed the beet. Those" who failed were ' ’ 

^®*' payment of an extra fee. Only a very' small ' ' 

P®*’*J'®® involved technical questions Concecnlng the car. Riysicalls'- ' 

AS^i^^dsls and thoee with police reftords Were admitted to driving ’ * " " 
r?** Checked; an additional fee was charged^oh “ ' " 

t^se^^St drlvw sllcensea were valid for only two years, after whloh ' ^ ' ' - v 

^ ^^e Traffic Regulation Section. The Traffic ^iulation -‘* 

®1" driving llcensea^which oonsSted - - 
att concerning traffic laws and regulations. Although ’ ' - 

holdSrrf courses was^not eom^«4sory, it was advisable for 

holders of _ Valid driving Ucenses to go to a 1 V,m hours of lectures every year. i. 

;**? refresher course, the :lu 2 ;)ructor entered the date of . 

attendanoson the driving license. « u«uc oi . . 

■ d, Wnss and Other Punishments for Traffip. Violations ' 

■ A three "identification sheets" (lgazol(J- 

lAp) and. three Inoet sheets" (Bet^tidp.K For n traffic violation, depending on 
the serlousMSS of the violation, either tin id«ntiCjcafciou or inset sheet was 

r •moved by th^ police* In the event that all three Identifioation sheets were 
removed, the driving license was automa M cally revoked. In case all three Inaet 
sheets were removed, the police usual ly issu-xi, .in, or a fine was paid, three new 

the aforementioned^ puhxahiTifriit finea also could be imposed 
f r tz^affio violatic^B* For violation of a traCf lc: light regulation a 25-forint 
^ traffic pollcee The mariicum spec^d In built-up areas’waa 
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DrlTtra for driving under the influence of alcohol had their 

driving lio^neea revoked# Tr^fic police kept under eorveillance eetabliahmente 

selling alcoholic baveragee. I traffic policeman arresting 50X1 -HUM 

a motorcycle driver^ whom he had observed drinking beer, before he stcurted to operate 
his vehicle# 


e# Trip Tickets ^or Government Vehicles 


Iveiy driver operating a government vehicle in Hungary, which included 
approximately 90 percent of all vehicles (trucks, passenger cars and motorcycles 
included) I had to be in possession of a valid trip ticket* The description of 
the vehicle, license number, date of operation, destination, name of driver and 
passengers had to be entered on the ticket* During the trip the duration of every 
stop had to be, entered* Occasional checks traffic policemen on motorcycles 
were made, especially on highways, and all violatic^ns were reported to the Traffic 
^gelation Section in BUDAPEST f or further action. 


50X1 -HUM 


j traffic policemen almost always checked tickets 
idien a vehicle was stopped for a traffic violation* 

5* Highway Oonstruction and banning 


50X1 -HUM 


a* IX (Highway Bridge and Road) Main Department of KFM ; 

ThisjB#in department .was responsible for all highway construction in 
Hungary* _Its offices were on Dob utca ih BUBAI^T* A comparatively small main 
department, it had two sfotions: a highway section, and a bridge section* The 
chief of the IZ Main Dopartment, which consisted of 15 engineers, was Zoltan 
UI^CH, whose title was chief engineer* For organizational purposes Hungary's 
high%ray net was divided into an unknown number of regions (probably seven)* IBach 
region had; assigned to it two of these engineers, one a highway engineer and one 
a bridge .engineer# ^ese engineers were responsible for the coordination, budgeting, 
planning, and constraotion pf the highways and bridges within their regions* The 
construction was being carried out in accordance with a long-range highway and 
bridge oonstruction, repair, and modernization program, the realization of which 
d.epended on the aTsilability of funds* Three other offices concerned with the 
construction of highways and bridges were the National Planning Office, WATIRV, 
and the Ministry :pf Construction* 


b* National ]Planning„ Office (Orszagop Teryhivatal) 


This pffiee was at^BUDAPBST V, Nador utca* It tos concerned with 
bu dgetary problems on ly* It appropriated funds according to priorities established 


the Council of Ministers* After the apfuropriations for a 
project had been obta^ed, UVATERV was directed to prepare a preliminary study* 
Factors idiich determined the priority of a project were military necessity, deiusity 
of traffic, and local needs* 


50X1 -HUM 


The engineer responsible for the region had to submit the request for 
funds one year before the beginning of the fiscal year, which was 1 January^ in 
Hunga^* He was responsible for submitting to UVATIRV the order for preliminary 
plans, which included the location, design, type, and width of the proposed 
highway* At the same time he notified the officials of localities through or near 
which the highway was to pass* He also notified the Ministry of Construction* 
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of Oonstruotlon 




WMVW* wwwAWif* VW WWA VO WX UilX 

1 6 or 7 rogloaKil ib^straetlon troats 
'Hangoxy nnkti^) . 


idoo rof thip mlniatry were at BUDAPEST 


Conotraotl^ Dlrootorate of this ministry had aubordinait^e to it : 

*" * ” (eoit^ trdaztK vhich 


50X1 -HUM 




p :‘50X1 -HUM 

Hhrairi vara 3 or 4 highway construction enterprlsas in Hung^f‘ aXi^ 
auparrlaadt : tha> C^atruction Main Directorate • I the. of . tf^a m ta^^lSOXI-HUM 

thoMi the Aoptolt Hlif^way Codetruotlon Biterprlse (Aezfalt 

the HlgtawgyM d Oworete Highway Conatruction aiterpriee (Ut-ep ^tonutApitff' V' ' 

YAlla^t)«j .| all conatruction enterpriaeo, including’ tfeiiae ' ^ 

prldiiirjr iiaaloo waa highway conatruction, were at thh dUspoParttf thor'l 
Oonatraorl^OQ. oiwld )m aaaigned any . type of cohatructlpn Jjrpjebt.' ■' FT 

ia»» Afphalt Higjjway Conatruction ajterpriaa'a primary miaaion wad %- 
build aapb^^,. rolled grawel,add macadam aurfaced roada in Hungary. , ' -:F'F~ 

priMtry miaaicn of the Highway and Concrete Highway Conat^Up^^ . 

®»torpriae waa to- ;^ld concrete, aajhalt, rolled gravel, and macadam aurfacmd''""^' 
highwaya Itf BniigaiT* Ita offioee were at BUDAPEST V, Sat^lin ut. It waa. auper^^' 
by a dirootdfi 'ylth'an aaaiatant called the chief engineer. The dlriMtor*a;'reapdiii^ 
alblllty WU^ tb.auperTlae all the enterpriae'a engineera and to idviae dr- to' dedid^' 
on all proU^ '^ highway conatruction. Subordinate to thin enterpriae wpi-.e ^ 
aeveral re{jiaindl,‘COliatrdotlon enterpriaea (number imknown), wfaoae offiooa 'wiwb '•' (^■'•7 
located •moot important provincial towria In Hungary. Theae rOgKlnai' ehtlr-i' V^ 

priaea.wore^doaiilgMtad by Arabic numarala a»»d were moved frcm one project :,*o:: aJ»^»;> 

Before tha^iiOmTea^an advance party eatabllahed temporary quaurtera, a >oomatru&tl0m*’ 

Offloe, |U)^i|a,twial atorage pointa. ,.T«; - a 


oata»T3i:C'r'',, 

... • ■ ■ ' - 

lo !l!hsr6<i yd^sr .X2 dspar'tmsn'ts subordins'ts to the Minis't.rv of TrananAief. 

and Comaunimationii^ . 


i50X1-HUM 






^ (Vaaiiti Foo'aztaly). Thia waa the largeat maid! 

department. Iti.offiqea were cm Nepkaataraaaag ut, BUDAPEST VI. ' 

■' 'V V ' ■■ "•'. “ 

IV (j^stai) ^ Department (Posta Fc/oi>zta3y) « Thl 
-?^8 offices were on Krisztlna Korut, 


••■,1 -X Tx * ' — ^ ’ 1 / ^—8 was the second lafgesit ■ 

main depi|^tmento Its offices were on Krisztlna KorUt, BUDAPEST Xtl# * ' 

' ' . ’ ' 'F* 

V (wi^eivay) Main Department (Hajdaaai FoVsztaly). Subordinate to thia d^: ' 

.Hungarian Shipping Company (Magyar Hojdaag Rdazvinytetaaadg) 
l^ftWtpn.lake SMpping Company (Balaton HaJcJsag R^szv^nytarsasag) • i • 

v/;. ■ . ‘ '■ 

VI (AutCr/Tr^f io) Main Dep^tment 


ftjad) M«dn Department, on Dob utca, BTJDAP^T II.’'-5- 
Department (Foc/sztaly) e I 




50X1 -HUM 


wa|dcfzt;araasag utca^ BUDAPEST o 


Its offices were on 


j This was a secret main department ^ whose 

members Ware a small group of trusted Communists • It was responsible, among other 
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things, and together with an onknown section of the Ministry of Interior, for 
sapervlslng t^e eeourlty and protection of all civil air defense, bunkers* 

HI (Coordination and Planning) Main Department (Xervezs^sl and Kivitelez^ 



2* There vms no longer .axay connection betvs^ bus transport and the Hung^^ 

State I^Xvsys (Magyar Allanyastitak - l^V}* The term MAVAUT^CAutobus Service of 
the.Hi:^arlsh Magyar Allamvasatak Autobuss usem)^ a relic from 

the period i^en bos transport was the responsibility of the Hu^arian State Ball-* 
vaysjt hoirever, was commonly used in r efer ring to personnel and facilities asso* ^ 
ciat^ ^th l^us transport* The term TEPU (Truck Transport Thterprise - Toherfuvarozas 
V&llalat} was used, similarly, in referring to personnel and facilities associated 
with truck transport* 
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Legaod to Annex A 

Iteu pertidnlag to Figure 1. 

/ 

1* LooatjLon of >00 ai4 traok repair and service station in BOHYSAD* 

Iteks pertaJMliE to Figure 2 a 

2« teteanoe. 

3* BarW«^ire fenoei surrounded the station area. 

4. Building oontaining the adjjiinistratiye offices and social facilities. 

5» Bus and truck parking areaj paved with basaltic bricks. 

6. Vehicle washing area. UVATS&V prepared the plans for its oonstruoticn; 
it was built in 1955. It had an electric water pump and filters in. its drainage 
systsfll* / 

7. Proposed site for maintenanc e and repair shop 50X1 -HUM 

I It was to be a brick building, 5 a bight Md 50X1 -HUM 

was 10 nave a riax roor# 

6. Maiatensaoe and repair shop. This was a steel-frame brick building with a 
gabled roof. Six tracks or three buses could be serviced in it at one time, 

9, Gm pump, manually operated. 
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Figure 1* AK^V Bepair and 
Service Station in BAJA 


- 1 - t— v-- 




Figure 2. 


AkSv Bepair and Service Station 


Hungary 1 : 50»000 
gy6b ] 


in GTOB 

50X1 -HUM 

f 


< 
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. Legend to Annex C 

Items pertain!^ to Figure 1 , 

1* From tMs point the distance to the local railroad station was 200 m* 

2* ^trance. 

social building, 6.5 m high. This waa a two-story stuccoed brick 
Riding. On tte first floor were the AKfiv administrative offices. On the second 
floor were employees' showers, toilets, kitchen, and mess. 

#1 ***^°'‘*^®* ““i repair shop, 4.5 m high. This was a brick building with a 

Flat rooF* It had 5 maintenance and repair stalls# 

5* wallj 2*5 ® highj encircled the station area# 

Items pertaliMilg to Figure 2. 

1# The distance From this point to the local railroad station was 500 m# 

a^rounding station area# Tb.o street side was a brick wall: along the 
other three aides waa a barbed-wire fence# * 

3* fiitranoev 

4* Gatekeeper’s hpuee^ 

trative^oFFicea^^^^*^ T^rick, with a flat roof. It contained the Ak 8 v adminis- 

6. l^ntenance repair shop, 4.2 m high. Tlriis flat-roofed brick building 
had 5 maintenance and repair stalls. ^ 


4 
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Legexid to Azmex D 

ItoBs periainizzg to Figure 1. 

!• Pinpoint Ideation of boa repgir and eerTioe station in KAPOSViGl. 

I tans pertaining to Figure 2. 

2* Barbed-vire fenoof 

3* ftitranee* The entrance gate was double-winged. 

4* Pedestrian entrance » 

5* Office building. This was a two *f%Qvy building of weather-proofed brick 
with a flat roof. 

6. Maintenanod and repair shop of brick 4.5 a high. Hunber of stalls unknown. 

7. Gas puap. 

^ i 

8. MAV area. 
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Legsad to Aniiaz F 

1 . 

2. StOM wall. 

3. Social boildlBg. Tbla was a two-story bi^ldiag of briok and itoo#. It 
oontaiaad a dayrooa, looker room, end showars. 

4> Offioe building, sans typo as Item 3) ooutalned tho offleos of the dlraetor 
and Ms si^f . 

5> Bapalr and aelntonanoo shop, 4.2 a hlgh| had 4 or 5 stalls and Iroqlfoldliic 
doors. 

6. Repair and nalntenanee shop; had 5 or 6 stalls. 

7. Vehlole washing area. Construction of this arsa was oompleted In 1957. Hater 
tfSS pumped from the Balatem Lake, which was I50 a southeast. 

8. Storage building^ 3.5 a high, for tires and spare parts, and battery diarglag. 

9. Swaapy area to be reolaiaed at a later date and used for enlargeaent of area. 

10. Pedestrian road. 

11. IVablio park. 
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Legead to Aumx G 

1 * 

2* Kaiibioad «ti«rag* arM. 

3. Railrefd iiara|ttwa* 

4» Iba diitanea fro this poiAt ta tha local railroad atatioo waa lOQ 

5* Rallrojid oftplofoai^ (jnirtara. 

6. Soolal W IdI j l a g* Qtia «aa a brlek telldiag^ 3.6 ■ high, with a flat eoaerata 
roof. Xt eoht^kli^ a diprooa, lohkar reoa, and aho^a* 

7. Otfioa bolldiag, 3.6 a hl|^, 

8* M ai nt a n a n ca and rapalr ahap, 3.6 a high. Thla waa a hriek tMimwg with a 
flat oooorata roof. It had 3 ■talla with graa a a ptta« 

9. R it l dl a g, 4.2 ■ hlj^. Ihia waa a brlok building with a flat ooaerata roof . 

It oeataiaad a eoka hollar, whloh haatad thla building and that of Itaa 8, and 
oaa aalntananea oad rapalr atall. 

10. Ura fopoa, 2.2 a hl^i aurroundad tha atatlea araa. 

11. ^bllo park. 

ft- 

12. Appraxlaato looajbloa of ^ ptrcposad aite for plannad now AXOV rapalr and 
aarrloa Atetloa. 

13. Storaga building. Whan Sonroa laat aaw thla station, thla waa atlll 

undargolng oonatmotion. 

14. Offloa building, 3.4 a high. This waa a brlok building with a flat roof. 
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pnpom lOCATIOlS of ax&y szapiois is ahp sioisok, ^oabt 
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Lsc«ad 

1* Old Ji^TAl g station. 

l«v SEFU StatlOBy PKS / 

3* Plaanad cop^ltx AeSt Station^ ^SCS 
4« AK07 StatioB, SZOLIOK 

X, , 
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Ld^eid to Anndx I 

Siaglf-traok pioSJiil^ZK 

2f S^l^triek ral^o^„ dssMjlBa, 

3f ivi'tcluu|i|i'e abad. 

4* MiM..rfllrafid.7ii^. . 

ap§d0 bfljWlw, 

6* Qradt 

7. iiiatlM bwi rwiilr — d tafTloa 


f'-T.'- 


\ brla|c iMlli 
poa: 


^^4nrsip7ists:i“^^ 

^dpafy a laijnr.rMK^ and a uaabr^* 


I Saa waa-^ 'Hfpitt aiid ■•nridt' 
Italia* tha dM tha affltt 

a ■ . . • i'.J; £ ■ . 






8* Jhiatlag traojc aarvlaa and rapalr atatlo)af I50 x 100 a* Ihaca 
f ya^tnaab ibrlak Idiafa^ 8 a aaoh Mth 4 ar 5 italla«<;: .^V 

9. Rrapaapd ra^^aita-, 30 a..Vlda. ,. 

10. ; Taaa9| tp tuyr«sad:’t^a "naw:'^lJT atatlon, 

11. Saotpr nf nav IXOT atitian tor:opata^.tyaak rapi^ aairiat^vlda 

12. nr9ak.rapalrt4id:aa4ataa|aaa ahop. It waa :to hava 56 a'^ll8« ' ' I 

13. BolUlac, It waa ta hooaa tte lookamlth, bod7 rapaia^i tira vala^iUw* 

aad battar3r-^bJuur|4i«'i9^ . . : 

14* ^kiagi araa.: It xaa to ba of oonorita and to ^xa apaaa f or IQQ traaka* 
13, Gatakafpar'a.ihaalc* 

1$, Siplapfap.* kttohoat ■ __ " : ij;" ?1..: 

17, Siplajraao' aapa and aodltorloa. With tablaa Ita aaatiaf Ofppaltjr aM ta INl 
250, withaat.taVlaOj.320.,.. .0 . _ '-. ‘v'. :‘V- 


50X1 -HUM 


18 , Offipa building, two-atary. The aouth wing waa to oontai^ tld| wCfioaa af dha 

boa tridHipart. pariahnai, tha Oaat wing tbaaa of tha tru^ toanlfovt adrMaMl* 
bpaanaVt yaa boilt aa an air-raid ahalter (aae Annex J far aUntMi laitt;di>tatlad. 
iVfamati^}. . _ .. „ " • . 1 -.. I'A-.- 

19 , i FaMt AKXO affioa boilding, Xhia waa a foor-atory briok bwlliiif with a flat 

epnorata-'rarf,' ' ..... ..F ‘ •■.'■■■'a::' . ,«!. -■■ 

20, Itia parking. araa|>... waa.'ta hfTo apaoaa .fof 120.. Va^« 

21, Pnia aaintananoa ind repair baildingi waa to hara 35 atalla, 15 alth'graaaa 

pltf*'" .. F : ^ 3 . V 

22, Banding, aana ^iaa an^ippaaranVi aa Itan 13. It waa to ba napd for a 
ainilpr porpoaa. ' 

23* truok, and taxi aarvioa area. 
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24* ftiition} VM to hoTo 6 autoutio pMBpf • 

25* To^o^ wMb aroa. four Tahielat tijora to ba waabad haM bt baa blaa« 

26. I«bbl9atiaa.,ftaXli. 

( . 

Wf» IWo-b^*t aftlea bttlldlag. | 

ail* Na^ potor and rapalr abopi ma to hara faelliUaa far norkiM aa 

36 b«aaa.. ar ^';tr|^:8i tta:fu«a 

29. MLldlM* aaaa pipaarapo# aa ftap 13* and to ba oaad aiailarHr^ 

30 O^tr^.baatlac plaatf la a high* 

31. '8iak9ilb^<dc .v:;:30.abi^. ; 

32. traaafai^iar.abatioa, ballb„bar tha f^tgr. of ^Of ila . 

33. high«baaai(m wlra towara. Thajr wara of ataal* 30 • aal IfO a 

34. Oitj alaagbtarhoaaa 
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Lagwid to inuM J 


Thlf ahoXtor «M to aoooiaodato all ^ aaplqjraaa of tha AbSt rapalr aad 
aanrloa atatlon* It «aa to eenfiiit of four idantioa l nnlta. a aiih with thra# 


roam* Tif^ paraae# «ara to bo btpt in oaoh. rooa. 
tboao oid.^ vitb all i'la reosi and faotlltiaa* 


akatoh la of mo 50X1 -HUM 


Iho oolllag waa to bo.brlok, 51 on Ow divldi]M( mlla nnro to ba briek» 

12 on thlok. Tha doora to all rooaa vara to ba ataal, and tboaa to tha reona,.of 
Itana 2 and 4 vara ta hava rnbbar nolding for protaotlon agalnat gaa* 


1, Hall^^a^ 

2* btxy ^*7* Tha doora at totb enda vara ataaly with rubbar aoldlnga for tha 
jmrpoaa of pravantlng gaa fron aaaping into tha abaltar roona* 

3* Hallway; 


4« Boon eentalning tha rantllator. 

5. ShftltiT roona. 

6. aurganax azlt. : 

7 . Biptx araa batwaan units* Fosalbljr this was to contain toiltta* 
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Legend to Annex K 


!• EQtranoe. 

2. Gatekeeper *8 house* 

3. 0no-atoi7 bolldiag vfaloh housed the administratis offloes. Flanm for 
its ocnf traction were prepwed hy UVATBRV, and It was built in 1954 or 1953. 

4* Proposed site for social building* Flans for the construction of this 
building were drawn in 1954| the proposed date of construction was 1958. It 
was to contain locker rooms, showers, and dayrooms. 

5« Autometic gasoline pomp. 

6. Brick wallj ^*5 m high| surrounded the station area. 

7. Spare parts storage building. In one part of this building was a coal 
boiler^ which heated this building and that of Item 8. 

8. Kaintenance and repair shop; h^'5 stalls with grease pits. 

9. Wood-storage building, 

lOe A 10»jn-wide strip, 'which was to be included in the station area when the 
new maintenance and repair shop was constructed. 

11* Brick wall* This wall was to be built on around the new maintenance 
repair shop. 

12. Vehicle washing area. 

13, Proposed site for new medntenance and repair shop. It was to be 4.2 m hi|^, 
to hare a flat concrete slab roof , and five-section folding doors. It was to 
have 6 stalls^ which were to be long enough to allow 6 buses or 12 trucks t^ be 
worked on at one time. It was to be heated by an express hea^ng coke boiler. 
Plans for its construction were so drawn that when the new AKOT area was completed 
it could be dismantled and reconstructed on the new pite with a minimum loss in 
construction materials. 

14* Parking area; was to have a concrete pavement and space for 40 to 50 truoke* 

15. Wooden building, 3.2 m high, with a tar-papered wooden roof ^ in poor 
condition. It contained several shops, including a locksmith »8 shop, the batteiy 
shop, the tire-repair shop, and spare-parts storage room. 
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Legend: 

!• Pinpoint loce^on of planned AXOV repair eerriee 
station in SlOPCnC* 
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Legend to Annex M 

!• £xit« This exil^ which va^ to have a doiible-ving iron gate^ was to serve ae an 
entrance while the station was being built. Upon completion of the project, it 
was to serve as an exit only. 

2. Barbed-wire fence, approximately 2.2 m high^ was to surround the station area* 

3. Vehicle entrance, same type of gate as Itm 1. 

4. Office building. See Annex » for sketch and details. 

5. Maintenance and repair shop. See Annex N for sketch and details. 

6. Bxtensipn to maintenance and repair shop (Item 5)# was to be constructed last* 

7. Social building; was to contain the employees* locker room, mess, washrooms, 
and dayroom. 

8. Bus maintenance and repair shop; was to have 6 stalls, 3 with grease pits. 

9* Parking area; was to be paved with concrete. 

10. Two wash areas. Bach had a concrete underground sediment tank* 

11. Gas station; was to have 2 automatic pumps. 

12. Maintenance and repair shop, was to have 2 stalls. It was to be built on a 
l-ai-high compacted-gravel fill, and was to have ramps in front of the entrance. 

13* Central heating building; was to contain a coal boiler. 

14* Smokestack^ : 15 m high. 

15* Barking area 
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Legend to Annex N 


!• Sat]^ 

2 • Gatekeeper * e room. 

3. HallAWR 

4* Four dffloeei were to be occupied hy the Siofok AKOV administration personnel. 
5* Coal storeroom; was to haye a separate entrance* 

6* Boiler room. 

7# Passage from office section to maintenance and repair section of building. 

Sv9« Washrooms and toilet. 

10. Carpenter shop. 

. 11. Machinist ' s shop. 

12. Water pump, 

13. Maintenance and repair stalls (four). Two of these were to have grease pits. 
14* Storeroom for rubber tires. 

15* Storeroom for spare parts. 
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Legend to .Annex 0 


IteBB pertaining to Figure 1. 

_ !• Upation of AKtfv, repair and service station in SZIKSZAkD* 

IteBS pertaizdng to Figure 2. 

2« Fhtranoe* 

3« Office for bus transport personnel. 

4. Maintenance and repair shop, 4.5 m high, with 4 or 5 stalls, enough to 
acooBBodate 4 buses or 8 trucks. 

5. Maintenance and repair shop. This was a brick building with a flat roof. 
It had 6 stflls, enough to acoonaodate 6 busps or 12 trucks. 

6. Vehicle washing area; had a concrete pavenent and an underground sedinent 

tank. • 

7. Social building, 3.^ m high. This was a brick building idiich contained 
locker roons, showers, washrooms, and a 

8. Truck repair and Baintenance shop. This was an old brick -huilding, in 
very poor dondition, with 3 stalls. 

9. Office building. 

10. Fence, 2.2 m high surrounding station. 


CONFIDENTIAL 


Sanitized Copy Approved for Release 2010/08/18 : CIA-RDP80T00246A051 30041 0001 -6 




Sanitized Copy Approved for Release 2010/08/18 : CIA-RDP80T00246A051 30041 0001 -6 



Sanitized Copy Approved for Release 2010/08/18 : CIA-RDP80T00246A051 30041 0001 -6 





Sanitized Copy Approved for Release 2010/08/18 : CIA-RDP80T00246A051 30041 0001 -6 

50X1 -HUM 

CONFIDENTIAL | 

-45- 

Legend; to Annex P 


Items pertaining to Figure 1. 

!• AK^V repair and service statipn^^ 

2« Public carrier engine repair shop. 

3. Saqmbatbely railroad station. 

Items pertaining to Figure 2 , 

4* Railroad station area. 

5* Wire fence. 

6. Bhtrance. 

7. Maintenance and repair shop, 4.5 m high, with 6 stalls, 

8* Office building* Because of its outside appearance. Source believed that 
this building contained administrative offices* 
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Flgur* 2. Site layeot I Figure !♦ Pinpoint location 
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Lagend to Annex Q 

1. Aitranoei had a doable-wing Iron gate. 

2. foible wgllj 2 ■.Ugh. 

3. BarM-wlre fe&oe. 

4. Gatekeeper '■ brink ho^e, 3 a. Usb* 

5. Barking area; had a eonorete pareaent pad apaoe for 15 to 20 boaea.or 30 to 
40 traoka. 

6. Tehiole waahlag area; had a. aediaeat tank. 

7. Naintenaaoe and aerTioe ahop, 4.5 ■ high. Thia vaa a Ptaoooad briok building 
built with a flat oonorete roof; lt^Ud.5 atalla, each with a graaae 

0. Offioa building.. Thip wan a* two-atorjr atuoooed briok building, 7 a high, with 
a flat oonorata roof. 
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Legend to Annex S 

!• BarlDed-wire fence, 2.2 m Mgh. 

2. Entrance for vehicles; had a double-wing iron gate. 

3* Pedestrian entrance, with an iron gate. 

4 . Gatekeeper ’ s house . 

5. Road with a concrete wearing course. 

6. Parking area with a concrete pavement. It was used on occasion for repairing 
vehicles. 

7* Vehicle washing area. 

8. Concrete basin, capacity 3 cubic meters, containing water for emergencies. 

9* Structure housing water filter system. 

10. Maintenance and repair shop; had a concrete floor, kO cm thick. 

10a. Work and tool bench. 

11. Punqp room contained the electric water pump for the vehicle washing area. 

12. Grease storerocmi. 

13» Spare parts and tool storage area. 

14. Locksmith and body repair shop; contained a winch, a small lathe, and a drill 
and milling machine. 

15. Two rooms containing battery charging equipment. 

16. Oxygen-bottle storage ro<^. A pipe led from this room to the maintenance 
and repair shop. 

17. Fuel storage room, used for storing coal, coke, and wood. 

18. Boiler roOTi. 

18a. Smokestack, 8 m high above the roof. 

19. Hallway to offices. 

20 and 22. Toilets. 

21. Anteroom. 

23. Shower room. 

24. Locker room. 

25 . Ak 8 v administrative offices. 
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Lagend to ionox S ' 

26. AiplogrMsVMis* 

27* Kltohfai had an alaetrlp range. 

2S. Rpoa poatldnix^^the kltohen sink and oabineta. 

29# Office a^d enplo^eea' daTropa. . ^ 

30. Gas atatlon; had 1 autonatlo peep and an onderground tank, 4 a long and 1»5 
m In diaaet^r* 
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